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SDOL ET ee eeee ea oo ens Feb: 48 
Lamp ballast........May: 46; Sept: 48 
Bikaulese jolkebetnboles oth Beh 8 creep ei eye Apr: 49 
Boadsvistializensase onan... aan: Sept: 47 
Machine 
ib abbslaubs\edane, pee Nee oes Ge ene eee Mar: 50 
gearshardemine aga ee vas 5. Mar: 49 
Meter; field-strength...::...... Apr: 49 
Meter multiplier... 2... 2.2 a. Feb: 52 
Microammeter, electronic....... Aug: 45 
IMaerometer bead nee oat fe: Sept: 48 
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Regulator, floating-speed....... Sept: 48 
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step, high-speed. 2.2 .)...9e8 Mar: 48 
Switch: box eter een eee Dec: 58 
Switchioperator eres ree July: 50 
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Lukens, A. F. 

Selecting electric drives for 
1601S), Nicest ee ee 

Lundy, R. T. 

Measuring commutation with 
an indicating instrument..... 

Lunge, G..S. 

New frequency-type telemeter 
for carrier-current channels. . . 
Lynch, E. E. 
New frequency-type telemeter 
for carrier-current channels. . 
Simple new ‘parallel circuit 
solves old measurement prob- 
Sco Pa eNO oo at 


Feb: 


Feb: 


Madsen. L. D. 
Factory-assembled substa- 
tions ss Partselet eet eeene 


Maginniss, F. J. 
More differential analyzer ap- 
plications . Lee ee 
Mather, Dr. K. F. 
Natural resources and human 
progress. (Steinmetz Memo- 
rial Lecttite) eee eee 
McConville, H. A. 
Tests that distinguish types of 
lubricating greases.......... 
Meahl, H. R. 
How accurately can time be 
Mickelsen, J. K. 
Automatic equipment and 
techniques for field mapping. . 


Nov: 


June: 


June: 


Nov: 


30, 
38, 


Lik 


34 


: 34 


= 20 


: 34 


11 


28 


28 


7: 24 


: 34 


Ree! 


: 46 


19 


Month: Pag , 


Miller, J. A. 
Measurement—a dynamic art Oct: 
New laboratory facilities to 
improve engineering effort... Dec: 
Morey, A. H. 
Gas turbine-electric locomo- 


TIVE. yen. cases een ee Aug: 
Neff, J. R. A 
How to test for leaks reliably, 7 

quickly, and at low cost..... Oct: 41 


Palme, A. 
Old hydroelectric plant with 
generators as active as ever 


after a half century of service. Apr: 

Transformer disconnecting 

switches. .6:p. 7k. are eee Nov 
Palmer, J. R. 


Co-ordination of protective de- 

vices for control-power circuits 
Parker, R. J. 

Permanent magnets in drag 

devices and torque-transmit- 

ting couplings: =) ease 
Pipkin, Marvin 

Revolutionary development 

in incandescent lamps....... 
Plant, W. R. 

New lighting for high-speed 

photography. Ss. -a0asc eee 2 


Rondeau, H. F. 
Self-balancing resistance 
bridge: :. [34a eee 

Rowell, R. M. 

Illumination of switchboard 


etek: tease < Sein saseons nen eiies = kde -cae ee 


instrument scales........... Oct: 28 
¥ 
Scoville, M. E. | 
The why of a 25- kvar capaci- | 
LOD So ding cas oe Oe May: 19) 
Siegel, R. | 
How an automatic duplex unit - 
substation works... {75 eee July: 13 
Stack, S. S. ‘ 
Dew-point recorder......... Apr: 42 
Stewart, E. Y. * 
Vibration instrument for gas § 
turbines. 2...) Gee Mar: 36 
Studer, Dr. F. J. 
Spectroradiometry.......... Oct 341 
Taylor, A. H. :} 
Air disinfection by germicidal ' 
ultraviolet energy........... Aug: 34! 
Phototube characteristics as Hy 
influenced by small amounts 
of gas. 24.) oi ee ee June: 43} 
Thomas, H. C. 4 
New frequency-type telemeter q 


for carrier-current channels... Feb: 28: 
Wakefield, K. E. 
Magnetic fluid clutch....... 
Webber, H. M. 
Protective atmospheres in in- : 
dustry: Parts III through XII 
Feb: 37, Mar: 25, Apr. 25, May: 30, | 
June: 38, July: 32, Aug: 26, Sept: = 
Nov: 30, Dec: 46 
Williams, G. D. 


Surge protection in a modern 


watthour meters . 1). fee May: 40. 
Wilson, C. E. 

The professional estate. ..... Mar: 7 

What industry expects of the ¢ 

engineer! A -eauel 0 eee Dec: 11 


Wilson, Jr., F. P. 
Pooling of laboratory resources July: 7 


